David Erwin War of 1812 Service Record 

_ Given Middle _ u .. Rank - Rank - ... Roll Roll Roll 

Name Initial ^ v Induction Discharge Box Exct Rec 

CAPTAIN 
ERWIN'S 

ERWIN DAVID jrj°" CAPTAIN CAPTAIN 67 602 

YORK 
VOLS. 
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